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22 MAR 1973 


tir. John &. Province 

Acting Regional Commissioner 
Public Buildiags Service, Region 3 
Several Services Administration 
Washington, DB. €, 29407 


Bear Mr, Province: 


this Agency recently received the enclesed letter of 2 March 1073 
from the Comaonwealth of Virginia, State Afr Pollution Control Jeard, 
relative to possible violations at the Langley complex of the Virginia 
Regulations for the Control and Abatement of Air Pellution. 


We have responded to the possible violation of Rule 4.703. , 
Emission Standards for Furnaces. A copy of cur response is also en-~ 
elosed for your information. 


Inasmuch as the General Services Administration provides routine 
maintenance and operation to the Langley complex, action on the pos-- 
eible violations of Rule 4.705,03, Control of Hydrecarbon Emissions 


from Stationary Sources, is hereby transferred to your effice. whe 
Commonwealth of Virginia has been so adwised of this transfer of 
action. 

Sincerely, 


signeds John F. Blake 


John F, Blake 
Director of Logistics 


Enclosures (2) 
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